HEADQUARTERS  13th  ARMY  CO] 
department:  of  the  gulf, 
Pass  Cdvallo,  Texas,  March  28,  1864. 
GENERAL  ORDERS,  j 
No.  20.  ) 

Iii  order  to  distinguish  more  readily  the  various  lines  of  d 
ipal  works  and  batteries  on  Matagorda  Island,  and  to  avoid  co 

ding  in  giving  and  executing  orders,  it  is  hereby  directed,  thai  i 
shall  be  known  and  designated  as  follows  : 

1st.    The  main  fort,  at  Pass  Cavallo,  to  be  known  as  Fo 
2d.     The  batteries  commanding  McHenry  Bayou,  to  be 
ir  position,  as  Right  Battery,  Center  Battery,  and  1. 
lid.     The  line  of  works  about  one  half  oi   a  mil 

li  ig  from  the  beach  of  the  Gulf  in  a  westerly  direction   tow 
Cay,  to  be  known  as  the  Interior  Line  of  Defkni 
4th.    The  principal  works  in  that  line  to  be  designated, 

b  of  the  alphabet,  as.  Lunette  A,  Lunette  B,   and  Red 
ior  line  of  Defences. 
5th.     The  line  of  defences  across  the  island,  about  two  mil 
jht  house,  to  be  known  as  the  Exterior  Line  of  D  .    .  . 

The  works  in  that  line,  connected  with  eaeh  other  by  a  crcmaillcre  or 
ted  line,  to  be  designated  from  right  to  left  by  numbers,  as  followi  : 
I.  Lunette  No.  2,  Lunette  Xo.  3,  Redoubt  No.  1,  and  Redoubt  No.  2, 
r!or  line  of  Defences. 

L'v  cc  mmand  of  Maj.  Gen.  John  A.  McClernand. 

SAMUEL  CALDWELL, 

Acting  Assistant  Adjutant  General. 


